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SPARE PARTS 







CLEANING TABLE 





ITEM HO. 

DESCRIPTION 

PART NO. 

PARTS PER 
ASS*? 

REP 

NON 

REPo 

QUANTITY 

PER TABLE 

XD801 

Bearing, Fafnir, S5K 

12-66-325 

8 


X 

4 

XD802 

Belting, E.K. Co. 

CB-200 

1 


X 

2 

XD803 

Bushing, Oilite, #707-2 

12-66-706 

6 


X 

6 < 


Boston Gear 

or 12-66-288 



XD804 

Clip, E.K. Coo 

12-66-95 

1 


X 

2 

XD805 

Clip, E.K. Coo 

12-66-96 

1 


X 

2 

XD806 

Inserts, Threaded 

CB~ 202-2 

8 


x 



Positioning Plate 




A 

XD807 

Roller, Assembly, E.K. Co. 

12-66-333 

4 


X 

4 

XD808 

Roller, Tacky 

12-66-705 

2 


X 

2 

XD809 

Screw, E.K. Co. 

12-66-717 

1 


X 

2 

XD810 

Screw, l/4 turn, tacky 

12-66-703 

2 


X 

2 ( 


Roller Bracket 




XD811 

Screw, Thumb, Positioning 

Plate 

OB- 203 

4 


X 

4 

XD812 

Spring, E.K. Co. 

12-66-415 

1 


X 

2 

XD813 

Switch, Power Takk 

CB-205 

3 


X 

1 


Motor, Hubbell #8801 



JL 

XD814 

Transformer, Power stat 

12-66-431 

1 


x 

1 


Type 20 
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SPARE PARTS (CONT'D.) 
20 X PRECISION ENLARGER 


ITEM N0o 

DESCRIPTION 

PART NO. 

PARTS 

PER ASS 9 Y 

REP 

NON 

REP 

QUANTITY 

PER ENLARGER 

XD707 

Lens, Pressure, Assembly 

JP- 1070- 288 

1 


X 

1 

XD714 

Towel, Lens, Lintless 




X 

1 

i 

XD711 

Tubing, Tygon, Clear l/4 H I. Do, 

1/2" O.D. 

JP-1070-485 

2 


X 

2 

XD709 

Valve, Air Solenoid, 

SS, Skinner #V5D6600 

JP- 1070=482 

1 

X 


1 

XD710 

Valve, Liquid Solenoid, 

SS, Skinner #V5 D6260 

JP- 1070- 458 

1 

X 


1 

XD708 

Voltage Supply, DC, 

Warner Brake 

JP-1070-502 

1 


X 

1 


( 
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SPECIAL TOOL LIST 
20 X E8LAK 0ER 

each XL 716 « Spanner W m.§h 

each XL 719 « Allen Wrench Extension 

each Allen trendies 
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SPARE PARTS 

20X PRECISION ENLARGER 





PARTS 


NON 

QUANTITY 

ITEM 

DESCRIPTION 

PART NO* 

PER ASS g Y 

REP 

REP 

PER ENLARGER 

XD701 

Brake 5 Warner Electric , Model 

RF250, *375“. 001 Dia. Bore, 

90 VDC 

JB-1070-306 

1 

X 


1 

XD702 

Clutch, Disc, Friction Felt 

814146 

4 


X 

4 ^ 

XD712 

Filter, Cartridge, Fulflo 

23R10S 

1 


X 

2 

XD715 

Filter, K2, Series 6 


1 


X 

1 

XD713 

Fuse, Main, Buss Fusetron 
#FNM 6*25 Amp* 


1 


X 

1 

XD703 

Gasket, Cork, Gelatin 

Impregnated 

JP-1070-18 

2 


X 

2 

XD520 

Gasket, Fulflo Filter, 

Cover Nut 

32014 

1 


X 

2 

XD521 

Gasket, Fulflo Filter, 

Vent Screw 

32015 

1 


X 

2 C 

XD562 

Gasket, Fulflo Filter, 

Shell 

31250 

1 


X 

2 

XD704 

Glass, Heat Absorbing 

JP- 1070-202 

1 


X 

1 

XD705 

Glass, Negative Tray 

JB-1070-15 

1 


X 

1 

XD706 

Lamp, Projection, GE, 100W, 

PH-100, TSSC, (E*K* Selected) 

JP- 1070- 501 

1 


X 

2 
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